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NARA RG104, Entry 1, Box 148 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
October 21, 1887 


Mr. Boyle 


Will pass out of the Mint, a box of rejected Nickel blanks for Jos. Wharton. Weighing 
167 % lbs. 


Jos. Wharton D.M. Fox 
James Derelin Sup’t. 


